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DIRECTOR OF CENTRAL INTELLIGENCE 
Security Committee 


12 October 1978 


MEMORANDUM FOR: Chief, Building Receptionist 
Community Headquarters Building 


FROM: 
DCI Security Committee Staff 


SUBJECT: Meeting in Room BWO07 
Community Headquarters Building 


1. Reference is made to my memorandum dated 10 October 
1978 advising of a meeting of the SCI Denials Working Group 
to held in Room BWO7, Community Headquarters Building. 


2. This will confirm our telephone conversation of 
this date, advising that the above scheduled meeting has 
been cancelled and rescheduled for Wednesday, 25 October 
from 1000 to 1300 hours. The same peole listed on the 
previous memorandum will be attending. 
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